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SECTION 1: Identification of the substance/mixture and of the company/undertaking 


Product form : Mixture 
Name : HECELLOSE® Hydroxyethy! Cellulose HEC 


1.2.1. Relevant identified uses Distributed by: 
Use of the substance/mixture : Paint 
Thickener ALFA 
CHEMICALS 


Personal care products 
. ; ii Alfa Chemicals 
nstruction material itiv 
Constructio aterials additives Arc House, Terrace Road South, 
x m Binfield, RG42 4PZ 
1.2.2. Uses advised against E: info@alfa-chemicals.co.uk 


No additional information available T: 01344 861800 


Manufacturer Supplier 

LOTTE Fine Chemical Co.,Ltd. TsafeE GmbH 

Yeocheon-ro 19, 217 beon-gil, Nam-gu, Ulsan, 44714, South Korea Landwehrpl 6, 66111, Saarbruecken, Germany 
T +82-52-270-6119 T +49 177 9166175 
sds.lotte-cellulose@lottechem.com tsqg@tsafeg.com 


Country | Organisation/Company Address Emergency number | Comment 
Germany Giftinformationszentrum-Nord der Robert-Koch StraBe 40 +49 (0) 551 19240 (English only) 
Lander Bremen, Hamburg, 37075 Göttingen 


Niedersachsen und Schleswig- 
Holstein (GIZ-Nord) 
Universitatsmedizin Göttingen - 
Georg-August-Universitat 


SECTION 2: Hazards identification 


Classification according to Regulation (EC) No. 1272/2008 [CLP] 
Not classified 


Adverse physicochemical, human health and environmental effects 


Dust may form explosive mixture in air. 


Labelling according to Regulation (EC) No. 1272/2008 [CLP] 
No labelling applicable 


Mixture does not contain substance (s) classified as PBT or vPvB in concentrations above 0,1%. 
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SECTION 3: Composition/information on ingredients 


Not applicable 


Name Product identifier % Classification according to 
Regulation (EC) No. 
1272/2008 [CLP] 

2-Hydroxyethyl cellulose | (CAS-No.) 9004-62-0 | > 90 Not classified | 


SECTION 4: First aid measures 


First-aid measures general : If you feel unwell, seek medical advice. 

First-aid measures after inhalation : Remove person to fresh air and keep comfortable for breathing. Give oxygen or artificial 
respiration if necessary. Keep victim warm and quiet. Get medical advice/attention if you 
feel unwell. 

First-aid measures after skin contact : Remove contaminated clothing. Wash immediately with plenty of soap and water. Continue 
to rinse for at least 15 minutes. 

First-aid measures after eye contact : Rinse immediately with plenty of water. Remove any contact lenses and open eyelids wide 
apart. Continue to rinse for at least 15 minutes. 

First-aid measures after ingestion : May be harmful if swallowed. Rinse mouth thoroughly with water. Call a poison center or a 


doctor if you feel unwell. 


Symptoms/effects : Get medical attention if symptoms occur. 

Symptoms/effects after inhalation : Repeated or prolonged inhalation of dust may lead to chronic respiratory irritation. Irritation 
to throat and respiratory system. 

Symptoms/effects after skin contact : Causes skin irritation. 

Symptoms/effects after eye contact : May cause eye irritation. Exposed may experience eye tearing, redness and discomfort. 
Conjunctivitis. 

Symptoms/effects after ingestion : May be harmful if swallowed. 

Chronic symptoms : Dust of the product, if present, may cause respiratory irritation after an excessive inhalation 
exposure. 


Treat symptomatically. 


SECTION 5: Firefighting measures 


Suitable extinguishing media : Water spray. Dry powder. Foam. Carbon dioxide. 


Hazardous decomposition products in case of fire : Aldehydes. Carbon dioxide (CO2). Carbon monoxide (CO). Acrid fumes. 


Precautionary measures fire : Avoid generation and spreading of dust. Dust may form explosive mixture in air. Avoid 
ignition sources. 
Firefighting instructions : Move containers away from the fire area if this can be done without risk. Cool down the 


containers exposed to heat with a water spray. Do not scatter spilled material with high- 
pressure water streams. Evacuate area. 
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Protection during firefighting : Do not attempt to take action without suitable protective equipment. Wear suitable 
protective clothing. Use self-contained breathing apparatus and chemically protective 
clothing. 


SECTION 6: Accidental release measures 


6.1.1. For non-emergency personnel 


Emergency procedures : Ventilate spillage area. Avoid inhalation of dust and contact with skin and eyes. Caution : 
this product can cause the floor to be slippery. In case of leakage, eliminate all ignition 
sources. 


6.1.2. For emergency responders 


Protective equipment : Wear proper protective equipment. Wear suitable protective clothing. For further information 
refer to section 8: "Exposure controls/personal protection". 


Avoid release to the environment. Avoid the spillage or runoff entering drains, sewers or watercourses. Avoid discharge to the environment. 


Methods for cleaning up : Avoid generation and spreading of dust. Provide adequate ventilation. Take up 
mechanically (sweeping, shovelling) and collect in suitable container for disposal. Seal the 
container. 

Other information : Dispose of materials or solid residues at an authorized site. 


For further information refer to section 8: "Exposure controls/personal protection". For further information refer to section 13. 


SECTION 7: Handling and storage 


Precautions for safe handling : Ensure good ventilation of the work station. Wear personal protective equipment. Provide 
adequate ventilation. Avoid breathing dust. Follow precautions for safe handling described 
in this safety data sheet. Keep away from heat, hot surfaces, sparks, open flames and other 
ignition sources. No smoking. Ensure equipment is adequately earthed. Take precautionary 
measures against static discharge. Avoid handling which leads to dust formation. Dust may 
form explosive mixture in air. 

Hygiene measures : Emergency eye wash fountain with clean water. Do not eat, drink or smoke when using this 
product. Keep away from food, drink and animal feeding stuffs. Wash hands and other 
exposed areas with mild soap and water before eating, drinking or smoking and when 
leaving work. 


Storage conditions : Store in original container. Keep container tightly closed. Store in a dry, cool and well- 
ventilated place. Keep away from heat, hot surfaces, sparks, open flames and other ignition 
sources. No smoking. Dust may form explosive mixture in air. Protect from moisture. Keep 
concentrations well below lower explosion limits. 


For further information see section 1. 
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SECTION 8: Exposure controls/personal protection 


8.1. Control parameters 


8.1.1 National occupational exposure and biological limit values 
No additional information available 


8.1.2. Recommended monitoring procedures 
No additional information available 


8.1.3. Air contaminants formed 
No additional information available 
8.1.4. DNEL and PNEC 


No additional information available 

8.1.5. Control banding 

No additional information available 

8.2. Exposure controls 

8.2.1. Appropriate engineering controls 


Appropriate engineering controls: 
Ensure good ventilation of the work station. Provide adequate ventilation to minimize dust concentrations. Ensure equipment is adequately earthed. 


8.2.2. Personal protection equipment 
Personal protective equipment symbol(s): 


8.2.2.1. Eye and face protection 


Eye protection: 


Safety glasses. Eye protection, including both chemical splash goggles and face shield, must be worn when possibility exists for eye contact due 
to spraying liquid or airborne particles. Tightly fitting safety goggles 


8.2.2.2. Skin protection 


Skin and body protection: 


Wear suitable protective clothing. In case of possible repeated skin contact wear protective clothing. Use protective apron 


Hand protection: 


Wear protective gloves. Chemical resistant gloves (according to European standard EN 374 or equivalent). Impermeable protective gloves. 
Protective gloves made of PVC. Protective gloves made of latex. Neoprene rubber gloves. Nitrile rubber gloves, natural rubber gloves 


8.2.2.3. Respiratory protection 


Respiratory protection: 


Appropriate dust or mist respirator should be used if airborne particles are generated when handling this material. Appropriate engineering controls 


8.2.2.4. Thermal hazards 
No additional information available 


8.2.3. Environmental exposure controls 


Environmental exposure controls: 
Avoid release to the environment. 
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SECTION 9: Physical and chemical properties 


Physical state 

Colour 

Molecular mass 
Appearance 

Odour 

Odour threshold 

Melting point 

Freezing point 

Boiling point 

Flammability 

Explosive limits 

Lower explosion limit 

Upper explosion limit 

Flash point 

Auto-ignition temperature 
Decomposition temperature 
H 

pH solution 

Viscosity, kinematic 
Solubility 

Partition coefficient n-octanol/water (Log Kow) 
Vapour pressure 

Vapour pressure at 50 °C 
Density 

Relative density 

Relative vapour density at 20 °C 
Particle size 

Particle size distribution 
Particle shape 

Particle aspect ratio 

Particle aggregation state 
Particle agglomeration state 
Particle specific surface area 
Particle dustiness 


gel 


Specific gravity 


: Solid 

: off-white to white. 

: > 2000 g/mol 

: Powders. 

: odourless. 

: Not available 

: Not available 

: Not applicable 

: Not available 

: May form combustible dust concentrations in air 
: Not applicable 

: 30 g/m8 

: Not available 

: 120°C 

: 460°C 

: Not available 

: 4-9 (1% aqueous solution) 
: Not available 

: According to product specification 
: Water: completely soluble 
: Not available 

: Not available 

: Not available 

: 300 — 700 kg/m8 

: Not available 

: Not applicable 

: Not available 

: Not available 

: Not available 

: Not available 

: Not available 

: Not available 

: Not available 

: Not available 


: 1.53 


9.2.1. Information with regard to physical hazard classes 


No additional information available 


9.2.2. Other safety characteristics 
No additional information available 


SECTION 10: Stability and reactivity 


No additional information available 


Stable under normal conditions. Stable at ambient temperature and under normal conditions of use. 


No additional information available 
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Ignition sources. Moisture. 


Oxidizing materials. 


Carbon oxides (CO, CO2). Toxic and corrosive gases are released. Toxic and corrosive vapours are released. 


SECTION 11: Toxicological information 


Acute toxicity (oral) : Not available 
Acute toxicity (dermal) : Not available 
Acute toxicity (inhalation) : Not available 
Skin corrosion/irritation : Not available 
Serious eye damage/irritation : Not available 
Respiratory or skin sensitisation : Not available 
Germ cell mutagenicity : Not available 
Carcinogenicity : Not available 
Reproductive toxicity : Not available 
STOT-single exposure : Not available 
STOT-repeated exposure : Not available 
Aspiration hazard : Not available 


No additional information available 


SECTION 12: Ecological information 


Ecology - general : The product is not considered harmful to aquatic organisms nor to cause long-term adverse 
effects in the environment. 

Hazardous to the aquatic environment, short-term : Not available 

(acute) 

Hazardous to the aquatic environment, long-term  : Not available 
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No additional information available 


No additional information available 


No additional information available 
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HECELLOSE® Hydroxyethyl Cellulose HEC 


Mixture does not contain substance (s) classified as PBT or vPvB in concentrations above 0,1%. 


No additional information available 


No additional information available 


SECTION 13: Disposal considerations 


Waste treatment methods 


: Dispose of contents/container in accordance with licensed collector's sorting instructions. 
Avoid the spillage or runoff entering drains, sewers or watercourses. Depending on the local 
regulations it may be disposed of as solid waste or incinerated in a suitable installation. 
Dispose of waste to licensed waste disposal site in accordance with the requirements of the 
local Waste Disposal Authority. Dispose of via an authorised person/ licensed waste 
disposal contractor or by other suitable waste treatment techniques. 


SECTION 14: Transport information 


In accordance with ADR / IMDG / IATA / ADN / RID 
ADR | IMDG IATA ADN RID 


14.1. UN number or ID number 


Not applicable 


Not applicable 


Not applicable 


Not applicable 


Not applicable 


14.2. UN proper shipping name 


Not applicable 


Not applicable 


Not applicable 


Not applicable 


Not applicable 


14.3. Transport hazard class(es) 


Not applicable 


Not applicable 


Not applicable 


Not applicable 


Not applicable 


14.4. Packing group 


Not applicable Not applicable Not applicable Not applicable Not applicable 


14.5. Environmental hazards 


Not applicable Not applicable Not applicable Not applicable Not applicable 


No supplementary information available 


Overland transport 

Not applicable 

Transport by sea 

Not applicable 

Air transport 

Not applicable 

Inland waterway transport 
Not applicable 

Rail transport 

Not applicable 
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Not applicable 


SECTION 15: Regulatory information 


15.1.1. EU-Regulations 


Contains no REACH substances with Annex XVII restrictions 

Contains no substance on the REACH candidate list 

Contains no REACH Annex XIV substances 

Contains no substance subject to Regulation (EU) No 649/2012 of the European Parliament and of the Council of 4 July 2012 concerning the export 
and import of hazardous chemicals. 

Contains no substance subject to Regulation (EU) No 2019/1021 of the European Parliament and of the Council of 20 June 2019 on persistent 
organic pollutants 


15.1.2. National regulations 


Listed introduction on Australian Industrial Chemicals Introduction Scheme (AICIS Inventory) 

Listed on the Canadian DSL (Domestic Substances List) 

Listed on IECSC (Inventory of Existing Chemical Substances Produced or Imported in China) 

Listed on the EEC inventory EINECS (European Inventory of Existing Commercial Chemical Substances) 
Listed on the Japanese ENCS (Existing New Chemical Substances) inventory 

Listed on KECL/KECI (Korean Existing Chemicals Inventory) 

Listed on NZloC (New Zealand Inventory of Chemicals) 

Listed on PICCS (Philippines Inventory of Chemicals and Chemical Substances) 

Listed on the United States TSCA (Toxic Substances Control Act) inventory - Status: Active 

Listed on the Taiwan Chemical Substance Inventory (TCSI) 


Germany 

Employment restrictions : Observe restrictions according Act on the Protection of Working Mothers (MuSchG) 
Observe restrictions according Act on the Protection of Young People in Employment 
(JArbSchG) 

Water hazard class (WGK) : WGK 1, Slightly hazardous to water (Classification according to AWSV, Annex 1) 

Hazardous Incident Ordinance (12. BImSchV) : Is not subject of the Hazardous Incident Ordinance (12. BImSchV) 

Storage class (LGK, TRGS 510) : LGK 13 - Non-combustible solids 

o gaas 

Joint storage not permitted for : LGK 1, LGK 6.2, LGK 7 

Joint storage with restrictions permitted for : LGK 4.1A, LGK 5.1C 

Joint storage permitted for : LGK 2A, LGK 2B, LGK 3, LGK 4.1B, LGK 4.2, LGK 4.3, LGK 5.1A, LGK 5.1B, LGK 5.2, 


LGK 6.1A, LGK 6.1B, LGK 6.1C, LGK 6.1D, LGK 8A, LGK 8B, LGK 10, LGK 11, LGK 12, 
LGK 13, LGK 10-13 


No chemical safety assessment has been carried out 


SECTION 16: Other information 


Abbreviations and acronyms: 


ADN European Agreement concerning the International Carriage of Dangerous Goods by Inland Waterways 
ADR European Agreement concerning the International Carriage of Dangerous Goods by Road 
ATE Acute Toxicity Estimate 
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BCF Bioconcentration factor 
BLV Biological limit value 
BOD Biochemical oxygen demand (BOD) 
COD Chemical oxygen demand (COD) 
DMEL Derived Minimal Effect level 
DNEL Derived-No Effect Level 
EC-No. European Community number 
EC50 Median effective concentration 
EN European Standard 
IARC International Agency for Research on Cancer 
IATA International Air Transport Association 
IMDG International Maritime Dangerous Goods 
LC50 Median lethal concentration 
LD50 Median lethal dose 
LOAEL Lowest Observed Adverse Effect Level 
NOAEC No-Observed Adverse Effect Concentration 
NOAEL No-Observed Adverse Effect Level 
NOEC No-Observed Effect Concentration 
OECD Organisation for Economic Co-operation and Development 
OEL Occupational Exposure Limit 
PBT Persistent Bioaccumulative Toxic 
PNEC Predicted No-Effect Concentration 
RID Regulations concerning the International Carriage of Dangerous Goods by Rail 
SDS Safety Data Sheet 
STP Sewage treatment plant 
ThOD Theoretical oxygen demand (ThOD) 
TLM Median Tolerance Limit 
VOC Volatile Organic Compounds 
CAS-No. Chemical Abstract Service number 
N.O.S. Not Otherwise Specified 
vPvB Very Persistent and Very Bioaccumulative 
ED Endocrine disrupting properties 
The classification complies with : ATP 12 


This information is based on our current knowledge and is intended to describe the product for the purposes of health, safety and environmental 


requirements only. It should not therefore be construed as guaranteeing any specific property of the product. 


10/13/2022 (Revision date) EN (English) 


9/9 


